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13 August 1981 


ninja REGISTRY. 


MEMORANDUM FOR: SAFE Steering Committee re: OHS a 


25X1 FROM : 
Chief, Project Planning and Control/CSPO/ODP 


SUBJECT Clarification of the CALSPAN FY-81 Budget Allocation 


1. During the 7 August 1981 SAFE Steering Committee meeting 
the accuracy of the CALSPAN FY-81 Budget allocation was questioned. 


2. A review of the Consolidated SAFE FY-81 Budget Allocations 
has revealed that the reported budget allocation of $215,700 is 
correct. 


3. Apparently, the Project's budget allocation for CALSPAN 
was being confused with the contract value of $130,000 that [| 25X11 
awarded to CALSPAN following completion of the DIA SAFE contract 
with CALSPAN. 


25X11 


Distribution: 
1 - Each Committee Member 
1 - Compt/CIA 
1 - D/ODP 
1 - D/OCR 
1 


- D/RSO/DIA 
25X14 CSPO/ODP tmer (13 Aug 81) 


Approved For Release 2003/08/13 : CIA-RDP84B00890R000500030042-6 


